The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
Wiliiam A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVALL. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



10/07/2010 


Jeremy Bucci 

Assistant District Attorney, Suffolk County 


Dear ADA Bucci, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheets with chemist’s hand notations and test results. 

4. Fourier Transform InJfrared Spectroscopy (FTIR) analytical data for sample # 
^^^^Conrinnatory Test) 

5. GC/Mass Spectral analytical data for sample 

Annie Khan (Dooklian) was the custodial chemist and performed the preliminary testing, net weight 
and confumatory testing by IR for tliis sample. Kate Corbett analyzed the GC/MS data for tliis 
sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Khan (Dookhan) 

Chemist n 

Drug Analysis Lab 

Jamaica Plain, MA. 02130 

(617)983-6631 

Annie.KIian@state.ma.us 


Folk_OIG_PRR_051754 







Executive Office of Health and Hitman Services 


Tel (617) 983-6622 


Tel (413) 545-2601 


Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


Amherst Hours 

9:00-12:00 

1:00-3:00 



To be completed by Submitter 
Description of Items Submitted 


To be completed by Lab Personnel 
Gross Weight Lab Number 










No. Date Analyzed: 

City: Boston Police Dept. 

Officer: Detective S TEPHEN MCMANUS 
Def; 


l&^ (0 


Amount: 

No. Cont: 3 Cont: pb 

Date Rec'd: 09/30/2010 
Gross Wt,: 36.71 


Subst: SUB 

No. Analyzed: 

Net Weight: ^ 


Prelim: 


CocC4-aml(2^ 


# Tests: 

' (itW^C 

Findings: Qj) ()j}jj}yjt^ 


Folk_OIG_PRR_051756 





DRUG POWDER ANALYSIS FORM 


o 


SAMPLE n 
No. of samples tested: 


agency 


ANALYST_ 
Evidence Wt 




PHYSICAL DESCRIPTION: 


<oC:SvvC.\-€, 






Gross Wt (i ): i O • 

Gross Wt { ):_ 

Pkg. Wt:_ 

Net Wt:_ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

0 ^ Thiocyanate !—) 4>- 
^ Marquis ■— 

^ Froehde's 
^ Mecke's '~~ 


Mlcrocrvstalllne Tests 
Gold 

Chloride -y _ 

^ TLTA ( -v 

OTHER TESTS 

3 _ 


PRELIMINARY TEST RESULTS GC/MS CONFIRMATORY TEST 

RESULTS CQC/-\>tAn \x:.S.r> COfCx.'JL-Nc^ RESULTS CC>COLx.r >(Z 

DATE \ 0 VO - MS 

OPERATOR KOC- _ 

DATE iO-<-\.-\Q 


RfivisRf) 7/?nnfi 

Folk OIG PRR 051757 







SarriDle#; 
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Folk OIG PRR 051759 



c;\peLdata\spectr3| 


Iboston^sp - ASD 10/04/2010 


cm-1 




Folk OIG PRR 051760 


\RCH REPORT 


Date; Mon Oct 04 2010 


(nown: C;\pel_ciata\spectra^^^^^^|6oston.sp 
'ary: C;\pel_data\!ibs^L.idx 


Dlidean Hit List: 

J44 DL1744 COCAINE (SYNTHESIZED CRACK) 

310 DL0178 COCAINE IN KBr 

329 DL0209 COCAINE HCl IN KBr (MERCK)-SAMPLE CONTAINS WATER-METHANOL MIXTURE 
jlected Range; 4000.00 - 652.00 cm-1 
3 Blank Regions: 

e Georgia State Crime Laboratory 


_ A 





























2803-29 



01-0Z/K)/0i- CSV - cis'>JO)soq^^^^Bejpads\e}ep iad\:a 
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^RCH REPORT 


Date; Mon Oct 04 2010 


<nown: C;\pe1_data\spectra'^^^^^^HBoston.sp 
rary: C;\pel_clata\libs\DL.id)^^^^^^® 


slidean Hit List; 


337 DL1744 COCAINE (SYNTHESIZED CRACK) 

303 DL0178 COCAINE IN KBr 

328 DL0209 COCAINE HCI IN KBr (MERCK)-SAMPLE 


CONTAINS WATER-METHANOL MIXTURE 


jlected Range: 4000.00 - 652.00 cm-1 
D Blank Regions; 

e Georgia State Crime Laboratory 



























































Folk OIG PRR 051766 


^RCH REPORT 


Date: Mon Oct 04 2010 


<nown: C:\pel_data\spectra^^^^^^ Boston.sp 
rary: C:\pe!_clata\libs\DL.idx 


ciidean Hit List: 


340 DL1744 COCAINE (SYNTHESIZED CRACK) 

305 DL0178 COCAINE IN KBr 

330 DL0209 COCAINE HCI IN KBr (MERCIA-SAMPLE 


CONTAINS WATER-METHANOL MIXTURE 


jlected Range: 4000.00 - 652.00 cm-1 


D Blank Regions: 

e Georgia State Crime Laboratory 
















































Internal Polystyrene QC FTIR Spectrum One 
09/27/10 DXF 


o 
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c:\peMata\$pectra\intemal polystyrene 09-27-10.sp 








Folk OIG PRR 051769 


ARCH REPORT 


Date: Mon Sep 27 2010 


known: C:\po._data\spectra\lnterna! Polystyrene 09-27-10.sp 
rary: C:\pel_clata\libs\DL.idx 


clidean Hit List: 

925 DL0526 POLYSTYRENE FILM ON KBr PLATES 

650 DL1310 PRENYLAMINE IN KBr-BASIC EXTRACT OF LACTATE SALT 

577 DL0195 ( 1 -PHENYLCYCLOHEXYL)ETHYlAMlNE IN KBr 

5 lecled Range: 4000.00 - 652.00 cm-1 

0 Blank Regions: 

le Georgia State Crime Laboratory 


Paae 1 
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7.7 4 , 


4000.0 


Cocaine Base QC FTIR Spectrum One 
07/01/10 DXF 




ii07.77 


712.31 


3000 


c:\peLdata\spectra\cocalnebase 07-01-10 .sp 


2000 


1500 


1000 


650.0 


cm-1 
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^RCH REPORT 


Date; Thu Jul 01 2010 


known; C;\pGi_clata\spectra\cocaine base 07-01-10 .sp 
rary; C;\pel_data\libs\DL.idx 


clidean Hit List; 

374 DL1744 COCAINE (SYNTHESIZED CRACK) 

839 DL01 78 COCAINE IN KBr ,r^r- 

646 DL0209 COCAINE HCI IN KBr (I\/IERCK)-SAI\/IPLE CONTAINS WATER-METHANOL MIXTURE 

sleeted Range; 4000.00 - 652.00 cm-1 

0 Blank Regions; 

le Georgia State Crime Laboratory 






























Folk OIG PRR 051774 


108.6 


105 J Cocaine-HCl QC FTIR Spectrum One 
07/01/10 DXF 

too. 



40 









Folk OIG PRR 051775 


^vRCH REPORT 


Date: Thu Jul 01 2010 


known: C:\p«i_data\spectra\cocaine-hcl 07-01-10 .sp 
rary: C:\pel_data\iibs\DL.iclx 


clidean Hit List: 

346 DL1372 COCAINE HCI (ANHYDROUS) IN KBr FROM MALLINCKRODT LOT TVE-FIRST SAMPLE 
540 DL1373 COCAINE HCI (ANHYDROUS) IN KBr 
618 DL0001 COCAINE HCI iN KBr 

sleeted Range: 4000.00- 652.00 cm-1 

0 Blank Regions: 

le Georgia State Crime Laboratory 


























































Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\msdchem\l\System7\10_01_10\746743,D 
ASD 

1 Oct 2010 23:06 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


{Abundance” ——- — TIC: 746743,D\data.ms 



, j-T-r 

h'ime-> 2.00 2.60 3,00 

“TTT 1 I 1 T t 1 - 1 • I' I *- 

3.50 4.00 4.50 

j p-t-t ry . . T-T-y-T^ 

5,00 6,60 6.00 6.50 

^ pT-v--T~T-y t .~v-r-|.J”. i T-J-I 11 1 ! r-T . ( pr-m- 

7,00 7.60 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 


INTEGRATED PEAKS*** 



746743-D Thu Oct 07 08:45:14 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\10 01 10\746744.D 
ASD 

1 Oct 2010 23:19 

COCAINE STD 
ASD 
44 

DRUGS.M 
RTE 


Abundance 

1500000 


1000000 


TjC: 746744,D\da!a,ms 


500000 


4J28 


t 1 t I « ! ^ < > I t ^ ^ ' I 




frime-> 2.00 2.50 3.00 3.60 4.00 4,50 5,00 5,50 6,00 6,50 7.00 7,50 8,00 8.50 9.00 9.60 



Ret. Time 


Area % 

Ratio % 

4.728 

1621175 

100.00 

100.00 


746744.D Thu Oct 07 08:45:18 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 

Data File: 

C:\msdchem\l\System7\10 01 
ASD 

1 Oct 2010 23:19 

COCAINE STD 

ASD 

44 

DRUGS. M 

RTE 

_10\746744.D 


Search Libraries 

: C:\Database\SLI.L 

Minimum 

Quality: 85 


C:\Database\PMW_TOX2.L 

Minimum 

Quality: 85 


C:\Database\NIST05a . L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.73 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 



746744.D 


Thu Oct 07 08:45:18 2010 


Page 2 
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Area Percent / Lribrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \insdchem\l\System7\10__01__10\746745 . D 
ASD 

1 Oct 2010 23:31 

BLANK 
ASD 
1 

DRUGS, M 
RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS^** 


746745.D Thu Oct 07 08:45:20 2010 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator 


Data File: 

C:\msdchem\1\Systern?\10 _01 
ASD 

_J^ct 2010 23:44 

ASD 

46 

DRUGS . M 
RTE 


10\746746.D 



Ret. Time Area Area % Ratio % 


2.133 

118391 

2.83 

4 .17 

2.838 

706108 

16.88 

24 . 85 

3.902 

517223 

12.37 

18.20 

4.728 

2841199 

67.92 

100.00 


746746.D 


Thu Oct 07 08:45:24 2010 


Page 1 
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Area Percent / Library Search Report 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

C: \msdchem\l\System7\10_01__10\746746 , D 
ASD 

1 Qct 2010 23:44 


ASD 

46 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L Minimum Quality: 85 

C:\Database\NIST05a.L 


PK# RT Library/ID CAS# Qual 


2 2.84 C:\Database\PMW TOX2,L 


Phe'nacetln 

@ 

000062 

-44-2 

95 

Bucetin 


001083 

-57-4 

38 

p*-Phenetidine 

@ 

000156 

-43-4 

30 




746746.D Thu Oct 07 08:45:25 2010 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

C: \msdchem\l\System7\10__01_l 0\74 67 4 6 . D 
ASD 

1 Oct 2010 23:44 



46 

DRUGS -M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\PMW_TOX2,L Minimum Quality: 85 

C:\Database\NIST05a.L 

PK# RT Library/ID CAS# Qual 


3 


3.90 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole 
Imldazo (2, l-“b] thiazole 
Imidazo[2,l-b]thiazole 


2,3,5,6-tet 014769“'73-4 98 

2,3,5,6-tet 006649-23-6 98 

2,3,5,6-tet 006649-23-6 98 




746746.D Thu Oct 07 08:45:25 2010 


Page 4 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C:\msdchem\l\System7\10_01_10\746746.D 
ASD 

1 Oct 2010 23:44 



46 

DRUGS.M 
RTE 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\PMW_TOX2.L 
C:\Database\NIST05a.L 


Minimum Quality: B5 
Minimum Quality; 85 


PK# 


RT 


Library/ID 


CAS# 


Qual 


4 4.73 C:\Database\SLI.L 

COCAINE 


000050’-36-2 99 



746746. D 


Thu Oct 07 08:45:25 2010 


Page 5 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\10_01_10\746747.D 
ASD 

23:57 

47 

DRUGS. H 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

2.133 

189818 

2,18 

3.51 

2.843 

1701606 

19.53 

31.48 

3.902 

1417683 

16.27 

26.23 

4.733 

5404620 

62.02 

100.00 


746747.D Thu Oct 07 08:45:29 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 

File Name : 

Operator 
Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\10_01_10\746747.D 
ASD 

^^Oc^20^} 23:57 

47 

DRUGS. H 
RTE 


Search Libraries: C:\DatabasG\SLI.L Minimum Quality: 85 

C;\Database\PMW_TOX2,L Minimum Quality: 85 

C:\Database\NIST05a.L 

PK# RT Library/ID CAS# Qual 


1 2.13 C:\Database\PMW_TOX2.L 

Cocaine-M/artifact -H20 OOOOOO-OO-O 96 
MDA'~M (desmethylenyl-methyl-) ME @ OOOOOO-OO-'O 40 
Metipranolol-M/artifact AC 000000“00“0 25 




746747.D 


Thu Oct 


07 08:45:29 2010 


Page 2 


Folk_OIG_PRR_051788 






Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

C:\msdchem\1\System7\10 
ASD 

1 Oct 2010 23:57 


ASD 
47 

DRUGS.M 
RTE 


01 10\746747.D 


Search Libraries: C;\Database\SLI,L 

C:\Database\PMW_TOX2.L 
C:\Database\NIST05a,L 


Minimum Quality: 85 
Minimum Quality: 85 


PK# RT Library/ID 


CAS# Qual 


2 2.84 C:\Database\NIST05a.L 

Acetamide, N-- ( 4 ^ethoxyphenyl) “* 

Acetamide^ N^-( 4“ethoxyphenyl) ~ 
Acetamide ^ N” { 4 -ethoxyphenyl} ■“ 


000062-4 

000062-4 

000062-4 


4-2 

98 

4-2 

98 

4-2 

98 




746747.D 


Thu Oct 07 08:45:29 2010 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator ; 


Data File: 

C:\msdchem\l\System7\10 
ASD 

1 Oct 2010 23:57 



47 

DRUGS. M 
RTF 


01 


10\746747,D 


Search Libraries: 


C:\Database\SLI.L 
C:\Database\PMW_TOX2.L 
C:\Database\NIST05a.L 


Minimum Quality: 85 
Minimum Quality: 85 


PK# 


RT 


Library/ID 


CAS# 


Qual 


3 3.90 C:\Database\NIST05a.L 


Imidazo[2 , 

1-b]thiazole^ 

2,3^5,6-tet 

014769“73“4 

99 

Imidazo[2 , 

1-b]thiazole. 

2/3^5,6~tet 

006649-23-6 

99 

Imidazo[2, 

l-b]thiazoie^ 

2 ^ 3 5 , 6-te t 

006649-23-6 

98 




746747.D 


Thu Oct 07 08:45:30 2010 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : C:\msdchem\l\System7\10_01__10\74 67 47.D 

Operator : ASD 

Date Acquired ; 23:57 

Sample Name : 

Submitted by : ASD 

Vial Number : 47 

AcquisitionMeth: DRUGS .M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\PMW__TOX2-L Minimum Quality: 85 

C:\Database\NIST05a.L 

PK# RT Library/ID CAS# Qual 


4 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 



746747,D Thu Oct 07 08:45:31 2010 Page 5 


Folk OIG PRR 051791 
















36ZI^90 010 >l|0d 


I e5ed 


OTOZ LQ 


a ’ 8^L91^L 


OO'OOI 

07*09 

P9e9P£P 

€97 * P 

PQ ‘ 83 

09 ■ 71 

9TSCS21: 

206 ’ e 

68'oe 

97'8t 

ZB£ZP£l 

8€8'3 

eo' 9 

90 *e 

ZBPSIZ 

€€I * 3 

% OTqPH 

% pajcv 

aaav 

auixj, ‘ qan 


OS‘6 00‘6 OS’8 OO’B 097 007 08’9 00*9 09’9 00‘9 09> 00> 09€ OOX 097 007 <-9UJ|JJ 

^0 


t 1 t.j .l 1 1 1 i J , 1 , 1 i„„i-,i. 1 1 1 1 t r 1 L,.i-i,,j-],..t, ,i...J...i...>..i..j—t i...i-L.j...i..x..l...> 1 1 r f 1 1 

fSSSSSSSS 


'.. W ' ■’ 




ZZiZ 


206 0 2ZB Z 

€0. 

:p 




$Wi'B\Bp\Q'Q\riQn :Ofl 


000000I 

0000002 

0000000 

eouepunq^ 


SliH 

w‘sonna 

BP 

asv 


60'00 0X03 ^ 

™ _ asv 

a ‘ 8{'Z.9{'Z,\0T TO 0 T\L'US 4 sAs\I\ui©qopsui\ :o 


il':\Bj^uoxz^TSTnho^ 
JiaquiUK T^TA 
Aq peqqTUiqas 
auiPtQ ex<^^^S 

paaxnbov 

aoqaaado 

auiB{si ©TTiJ 


: bjja uioaq uoxqauiaoqui 


qxoda)^ qojfpas Aaeaqxq / quaoaad 






Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired 
Sample Name : 

Submitted by 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\10_ 01_10\746748.D 
ASD 

^^Oc^20^3 00:09 

ASD 

48 

DRUGS .M 
RTF 


Search 

Libraries: C:\Database\SLI.L 

C:\Datafoase\PMW_TOX2.L 

C:\Database\NIST05a.L 

Minimum 

Minimum 

Quality: 85 
Quality: 85 

PK# 

RT Library/ID 

CAS# 

Qual 


1 2,13 C:\Database\PMW_TOX2,L 

Cocaine’-M/artifact “H20 000000-“00““0 97 
Metipranolol-M/artifact AC 000000-00-0 37 
MDA-”M (desmethylenyl-methyl-) ME @ 000000*-00-0 9 



746748.D 


Thu Oct 07 08:45:34 2010 


Page 2 
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Area Percent / Library Search Report 


Information from 
rile Name : 

Operator 
Date Acquired : 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator 


Data File: 

C:\msdchem\1\System?\10 01 10\746748*D 
ASD 

2 Oct 2010 00:09 



48 

DRUGS . M 
RTF 


Search Libraries: C:\Database\SLI,L 

C:\Database\PMW_TOX2,L 
C:\Database\NIST05a.L 


Minimum Quality; 85 
Minimum Quality: 85 


PK# RT Library/ID 


CAS# Qual 


2 2.84 C:\Database\NIST05a.L 

AcetamideN- (4 “-ethoxyphenyl) 
Acetamide, N- ( 4-ethoxyphenyl)- 
Acetamide, N-(4-ethoxyphenyl}- 


000062--44-2 

98 

000062-44--2 

98 

000062-44-2 

98 




746748.D 


Thu Oct 07 08:45:35 2010 


Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\10 
ASD 

^^Oc^20^) 00:09 

48 

DRUGS.M 
RTE 


01 10X746748.0 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\Database\PMW_TOX2.L Minimum Quality: 85 

C:\Database\NIST05a.L 

PK# RT Library/XD CAS# Qua! 


3 


3.90 C:\Database\NIST05a.L 

Tmidazo t 2 , l““b ] thiazole 
Imidazo [2, 1-b]thiazole 
Imidazo [ 2 , l““b] thiazole 


2,3,5,6-tet 014769-73-4 99 

2,3,5,6-tet 006649“23-6 99 

2,3,5,6-tet 006649-23-6 99 




746748.D 


Thu Oct 07 


08:45:35 2010 


Page 4 
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Area Percent / JLibrary Search Report 


Information from Data File: 

File Name ; C:\msdchem\l\System7\10__01__10\746748.D 

Operator : ASD 

Date Acquired : 00:09 

Sample Name : 

Submitted by : ASD 

Vial Number : 48 

AcquisitionMeth: DRUGS ,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 85 

C:\DatabasG\PMW_TOX2.L Minimum Quality: 85 

C:\Database\NIST05a.L 


PK# RT Library/ID 


CAS# Qual 





















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

C:\msdchem\l\System7\10_01_10\746749,D 
ASD 

2 Oct 2010 00:22 

BLANK 
ASD 
2 

DRUGS.M 
RTF 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS**^ 


746749.D 


Thu Oct 07 08:45:38 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
Pile Name : 

Operator 
Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth; 
Integrator : 


Data File: 

C: \msdchem\l\System7\10_ 01__10 \7 4 67 62 , D 
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u • t f ( 1 1 r 7 < 1 1 I j p 1 

Time^-> 2.00 2.50 3.00 

-r-T-r . . j 1 r-T'-j-i-1 

3.50 4.00 4.50 

5.00 5.50 6.00 6.50 

-1 1 1 ) -■r-T'-T-j—"j 1 n—|' 1 1 ■T--r"j i i i i j i i r i' | i i i i 

7.00 7.50 8.00 8.50 9.00 9.60 





Ret, Time 

Area 

Area % 

Ratio % 

^**NO INTEGRATED 

PEAKS*** 




Folk OlG_PRR_051798 


746762.D 


Thu Oct 07 08:45:57 2010 


Page 1 







66ZI.90 iliJd 010 >l|0d 


I s6b<3 


0102 00-9if-80 LO nqj. 


a•Z9L3VL 


OO'OOI OO’OOI i'PZOSLZ SZL'l' 


% oT^eH % BBJXv auiTj, 



qo-xpas Ajcaaqxq; / quaoaaa eajc\f 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

C:\msdchem\l\System7\10 
ASD 

2 Oct 2010 3:19 

COCAINE STD 
ASD 
63 

DRUGS .M 
RTE 


01 10\746763.D 


Search Libraries: 


C:\Database\SLI.L 
C : \Database\PHW__TOX2 , L 
C:\Database\NIST05a.L 


Minimum Quality: 85 
Minimum Quality: 85 
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Library/ID 


CAS# 
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File Name : 
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Integrator : 


Data File: 
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